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H— BECKY BLAES 
J & B PREMIER PUPPIES 
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Certificate: 48- A- 1 196 
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CHERRYVALE, KS 67335 


Site: 001 


BECKY BLAES 


Inspection 

Type: ROUTINE INSPECTION 
Date: FEB-17-2004 


3.4 ( b )( 3 ) 

OUTDOOR HOUSING FACILITIES. 

(3) Be provided with a wind break and rain break at the entrance. 

The 2 outdoor shelters in the Keeshond need a wind break at the entrance. Affects 2 dogs. 
Correction date 02-21-2004. 


This inspection was completed with 



Karl Thornton - ACI. 


Adult dogs 1 89 

Weaned Puppies 12 
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